electrical inspection of Kitt No. 1 Mine.  He had been assigned
to assist fellow Electrical Inspector John Paul Phillips who
had conducted a required annual electrical inspection of the
mine almost one year earlier.

9.   During the evening of March 21, 1983, Fetty was
contacted at his home by nig supervisor, Paul M. Hall, Chief
Electrical Engineer for Special Services, District 3, and
advised that there may have been an unauthorized field change
on the Section D-5 Longwall.  In order to inspect the Longwall,
Fetty arranged with Hall to obtain a copy of the electrical
diagram for the Longwall kept in the Morgantown MSHA office
on Wednesday, March 23, 1983.

10.    On Tuesday, March 22, 1983, while at the mine, Fetty
asked several miners if there had been any changes to the
Longwall Mining Unit and was told that the Eickhoff Shearer
had been removed and replaced with a Joy Shearer.  The next
day, while checking at the MSHA District office in Morgantown,
he learned that no documents were on file showing a company
application for field modification for the change of shearers.

11.    On Wednesday, March 23, 1983, Inspector Fetty was
instructed by his supervisor, Mike Lawless, not to issue an
unwarrantable failure violation if he found a violation that
involved merely a technical violation.

12.    On March 24, 1983, Fetty returned to Kitt No. 1
Mine.  Before entering the mine, Fetty, accompanied by fellow
Electrical Inspector James Cross, met with Kirby Smith, General
Maintenance Foreman, Roger Harris, Longwall Maintenance Foreman,
and Bob Evans, Superintendent of Kitt No. 1 Mine, and others

and asked them if the shearer in the Longwall operation had
been changed from an Eickhoff to a Joy Model without making an
application for a field change.  The company representatives
stated that they had changed shearers and had not made an
application for a field change, but they believed it was not
necessary.  Fetty asked if any other changes had been made
on the Longwall and was told by Smith, Harris and Evans,
"No, none whatsoever."

13.    In answer to questions as   to what he would do under-
ground, Fetty replied that he could  not say until he had
actually inspected the Longwall and   had seen the conditions

himself.

14.    Following the meeting at the mine on the morning

of March 24, 1983, Fetty, accompanied by James Cross, Ron Cross,
Kirby Smith, Roger Harris and Union Representative Roger
Mitchell, went underground to the Section D-5 Longwall,
arriving at about 10:35 a.m.ippage, the inspectors
